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Message Text 

UNCLASSIFIED 

PAGE 01 BRUSSE 04809 101832Z 
ACTION OES-07 

INFO OCT-01 EUR- 1 2 ISO-OO ACDA-12 CIAE-00 INR-10 10-14 
L-03 NSAE-00 NSC-05 EB-08 NRC-07 SOE-02 DODE-OO 
SS-15 SP-02 CEQ-01 /099 W 

059411 110002Z/65 

R 101835Z MAR 78 

FM AMEMBASSY BRUSSELS 

TO DOE WASHDC 

DOE GERMANTOWN 

INFO SECSTATE WASHDC 5417 

UNCLAS BRUSSELS 04809 

USEEC 

DOE FOR J. VANDERRYN, IA 

E.O. 11652: N/A 

TAGS: TECH, EEC, ENRG 

SUBJECT: NUCLEAR SAFETY STANDARDS 

REF: BRUSSELS 4365 

1 . MR. MAURER HAS FURNISHED A COUPLE OF LEADS THAT MIGHT 
BE HELPFUL IN IDENTIFYING THE U.S. STUDY ON CODES AND 
STANDARDS ON WHICH HE IS SEEKING INFORMATION (REFTEL). HE 
IDENTIFIED TWO DOCUMENTS: (A) TOPICAL REPORT NO. 8, "U.S.- 
FRG NUCLEAR LICENSING COMPARISON," BY ELSNER, NOV 1977, 

FOR DOE; AND (B) "INTERNATIONAL SURVEY OF NUCLEAR LICENSING 
PRACTICES AND PROCEDURES," BY ELSNER, NOV 1977, NAFT-NUS 
CORP., FOR DOE. 

2. SINCE THE SECOND REPORT APPEARS TO BE A NUS CORPORATION 
EFFORT, WE HAVE DOUBTS THAT WHAT MR. MAURER IS LOOKING FOR 
IS NECESSARILY JUST A GE STUDY AS REPORTED REFTEL. IN ANY 
EVENT, WOULD APPRECIATE COPIES OF THE IDENTIFIED REPORTS 
AND ANY OTHER INFO ON DOE PROGRAMS OF NUCLEAR SAFETY CODES 
AND STANDARDS COMPARISONS. MORRIS 
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